To: 

Cc: 

From: 

Sent: 

Subject: 


Wood,  David[Wood. David@epa.gov] 

Riveiand,  Nancy[Riveiand. Nancy@epa.gov];  Yo-Eco,  Anabel[Yo-Eeo.Anabel@epa.gov] 
Lee,  Barbara 

Wed  8/12/2015  4:03:53  PM 

FW:  Gold  King  Mine  Update  from  R7  Perspective 


Hi  Dave, 


Please  include  Nancy  Riveiand  and  Anabel  Yo-eco  on  info  regarding  the  Comptroller  call. 


Barbara  Lee 
US  EPA,  Region  IX 

Emergency  Response,  Planning,  and  Prevention 
Office  (415)  972-3195 

Fax  (415)  947-3518 


From:  Wood,  David 

Sent:  Wednesday,  August  12,  2015  7:39  AM 
To:  Lee,  Barbara 

Cc:  Wang,  Tunde;  Mcllwain,  Serena 

Subject:  FW:  Gold  King  Mine  Update  from  R7  Perspective 


Barbara  - fyi 

Serena  - Just  a copy  for  you  as  Acting  Comptroller 

David  Wood,  Financial  Management  Officer 
US  Environmental  Protection  Agency,  Region  IX 
75  Hawthorne  Street 
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San  Francisco,  CA  94105 


415.972.3709 


Please  consider  the  environment  before  printing  this  e-mail 


From:  Milbeck,  Regina 

Sent:  Wednesday,  August  12,  2015  8:31  AM 

To:  Bielenberg,  Ben;  Wood,  David;  Phillips,  John 

Cc:  Phillips,  John;  Kohler,  Carla;  Spelman,  John;  Ferguson,  Ralph;  Doucette,  Judi 
Subject:  RE:  Gold  King  Mine  Update  from  R7  Perspective 


Did  we  estimate  any  contingency  costs  before  we  send  up  the  final  estimate?  Thanks. 

Missy  Milbeck,  Comptroller 

U.S.  Environmental  Protection  Agency 

Region  6 - Dallas,  TX 

Phone:  214-665-6540 

Cell:  214-789-2701 

milbeck.reQina@epa.gov 

Office  of  the  Regional  Comptroller 


From:  Bielenberg,  Ben 

Sent:  Wednesday,  August  12,  2015  9:52  AM 

To:  Milbeck,  Regina;  Wood,  David;  Phillips,  John 

Cc:  Phillips,  John;  Kohler,  Carla;  Spelman,  John;  Ferguson,  Ralph;  Doucette,  Judi 
Subject:  Re:  Gold  King  Mine  Update  from  R7  Perspective 
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Hadn't  heard  about  the  supplemental  aprop,  thanks. 


Getting  some  info  from  Durango  that  r8  may  be  managing  funds  for  all  as  area  command.  But 
all  would  use  own  ssid.  This  was  requested  by  the  r6  and  r9  oscs  in  conjunction  with  area 
commander.  Anyone  else  hear  that?  Running  that  down. 


Waiting  on  some  final  r9  figures  before  sending  our  request  to  oswer. 


Let's  plan  on  talking  at  1 :30  on  these  topics.  John  I will  forward  you  our  invite. 


BB 

Sent  from  my  iPhone 

On  Aug  12,  2015,  at  8:37  AM,  Milbeck,  Regina  <Milbeck.Regina@epa.gov>  wrote: 
Thanks  John  for  the  update. 

Missy  Milbeck,  Comptroller 

U.S.  Environmental  Protection  Agency 

Region  6 - Dallas,  TX 

Phone:  214-665-6540 

Cell:  214-789-2701 

milbeck.reQina@epa.gov 

Office  of  the  Regional  Comptrol  ler 
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From:  Phillips,  John 

Sent:  Wednesday,  August  12,  2015  9:30  AM 

To:  Bielenberg,  Ben;  Milbeck,  Regina;  Doucette,  Judi 

Cc:  Kohler,  Carla 

Subject:  Gold  King  Mine  Update  from  R7  Perspective 


What  I’m  about  to  say  is  just  a Region  7 discussion,  and  has  not  been  officially 
communicated/verified. 


Just  wanted  to  let  you  know  that  I had  heard  in  our  morning  briefing  that  having  one  SSID 
for  this  response  may  be  an  issue  under  CERCLA.  They  mentioned  something  about  the  site 
codes  have  always  had  to  stop  at  regional  boundaries  for  Superfund  cleanups,  and  feel  that 
this  probably  will  be  no  different  given  it’s  a Superfund  response  (versus  a Stafford  Act 
response).  Also,  I heard  there  may  be  the  possibility  of  a supplemental  appropriation  for  the 
response. 
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